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A. INTRODUCTION 

Although satellite communications has become the primary 
mode for long haul military communications, a definite re- 
quirement still exists for high frequency radio circuits. 

The vulnerability of the satellite to jamming and premature 
failure makes back-up paths E Because of the cri- 
tical nature of these secondary circuits, they must be both 
efficient and reliable. The weakest component, over which 
the engineer has control, is usually the antenna system. The 
lack of "glamour and excitement" in the field of electromag- 
netics and antenna design has caused it to lag behind the 
"state-of-the-art" in other areas of communications engineer- 
Ing: 

The United States Navy has, historically, used 28 and 35 
foot whip antennas and various types of broadband, long-wire 
antennas for eh frequency operation. These types of anten- 
nas take up large amounts of space, are difficult to main- 
tain, provide very limited off-frequency isolation and are 
extremely vulnerable to damage from weather and blast effects. 
whip antennas located near the edge of flight decks also 
suffer from having to be lowered during flight operations. 

A physically small, tunable high frequency antenna is, thus, 
a desirable product, especially for shipboard use. The nor- 
mal mode, tunable helix antenna shows considerable promise 


as a replacement for presently used high frequency antennas 


~] 





and has been investigated to a limited extent, most recently 
by Rockway, et. al. aes, 7% 

The axial (end-fire or beam) mode helical antenna has 
been studied extensively for use at ultra-high frequencies 
and is an important component of many satellite communications 
systems. It enjoys the advantages of high directional gain 
in a relatively small space and it is circularly polarized. 
ΙΙΙ polarization is useful ο ος fading induced 
by ionospheric effects and will be discussed further in another 
ΙΙ οὂ tMais paper. The axial mode exists for helical an- 
tennas when the circumference of the helix is between .8 and 
1.3 wavelengths. / 7 / The normal mode (greatest radiation 
in a direction normal to the axis of the helix) exists when 
the circumference is less than about .2 wavelengths. 

Bis the purpose of this paper to further pursue the 
design and testing of a normal mode, tunable helix antenna 
τ. nominal radiation resistance of 50 ohms. The antenna 
is to operate over as much of the high frequency spectrum (3 
to 30 Megahertz) as possible and should cover, at least, the 
m rom 6 to 20 Megahertz without requiring excessive ex- 
ternal tuning. Physical dimensions should not exceed one 
meter, both in height and diameter. These design criteria 
are arbitrarily chosen to provide reasonable high frequency 
Spectrum coverage with a device which takes up a relatively 


small amount of space. 





Ber INITIAL DESIGN 

The most serious disadvantage of all small antennas is 
their inherently small radiation resistance and resulting low 
efficiency. The helix represents one method of increasing the 
efficiency of an electrically small antenna through two 
different approaches. The first, suggested by Li "no ;, is 
to excite the helix as a folded dipole, This approach was 
followed by Vennum / 15 / with limited success. The other 
method is to increase the number of turns and/or increase the 
diameter of the helix. This was postulated by Smith / 13 / 
and used by Rockway T 7 with generally good results. Since 
the second method has shown better experimental results, and 
since the physical size limitations imposed are not too severe, 
it was decided to pursue this method. 

The first experimental antenna was built using a shape 
which approached the limits established for size. It con- 
sisted of a fiberglass form one meter in height and .7 meters 
in diameter. This form was selected simply on the basis of 
availability (it was a surplus radome sitting in the labora- 
tory). It was wrapped with 25.4 millimeter wide copper tape 
in a helix having a pitch angle of 1.3 degrees and a center 
EO Cemter Conductor spacing of 50 millimeters. The spacing 
was chosen to exceed the theoretical minimum spacing of 1.5 
times the conductor diameter specified by Smith / 13 / re- 
quired to eliminate serious proximity effects on the currents 


in each conductor. Conductor diameter for the copper tape is 
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equal to the width of the tape. Although Rockway / 11 / states 
m lae conductors do not suffer from proximity effects, 
this spacing was chosen to keep the design on the conservative 
side. Additionally, a round conductor with diameter equal to 
the tape width can be substituted directly without having to 
be compensate for conductor spacing. This substitution re- 
sults ina three-fold increase in efficiency of the antenna, 
according to the experimental TN of Bohley / 2 /. The 
tape was wound around the form in a counter-clockwise direc- 
tion for a total of 9.5 turns with the upper end on the oppo- 
site side from the bottom termination (see Figure 1). This 
was the maximum number of turns which could be placed on this 
form within the constraints of conductor spacing. 

The total length of the copper conductor was 20.9 meters. 
Rockway / 11 / has demonstrated that the first resonant fre- 
quency of a normal mode helix can be predicted by the equa- 
SON: 


vee xX (1) 


where L total conductor length (meters) 


> 
lI 


wavelength of first resonant frequency 
(meters) 


X = Dimensionless constant 
Rockway SU determined empirically that X is approximately 
.36 which leads to the following equation: 
IEEE ος (2) 


first resonant frequency (MHz) 


where it: 


e velocity of light (m/sec) 
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Figure I 


DIAGRAM OF INITIAL ANTENNA 








The above assumes that the velocity of propagation along the 
helical conductor is equal to the velocity of light in free 
space. While this is not exact, it suffices for a first 
approximation. Using the above development, the first reson- 
ant frequency of the initial design was predicted to be 5.17 
MHZ- 

All test measurements were made during clear weather with 
the antenna mounted on an 11 by 11 meter aluminum ground plane 
located on the roof of Spanagel Hall, Naval Postgraduate 
School, Monterey, California. A Hewlett-Packard HP 8405A 
Vector Voltmeter and an AN/URM-25 Signal Generator were uti- 
lized in the set-up shown in Figure A-1 to measure the complex 
impedance and voltage standing wave ratio (VSWR) of the anten- 
na. The test procedure used was that provided by Hewlett- 
Packard. / 4 / (See Appendix A) 

Several difficulties were encountered during this initial 
testing period, the most serious of which was discoverv of 
a gross inaccuracy in the vector voltmeter. Additional pro- 
blems encountered were related to the construction of both 
the antenna and the ground plane. The copper tape on the 
antenna was damaged in several places due to careless handl- 
ing and the connector at the ground plane was found to be 
making good contact only intermittantly. 

The results of initial testing of this antenna are sum- 
marized in Table 1 and Figures 2 and 3. These results seemed 
too good to be true at some frequencies and, near 10 MHz, they 


showed a negative real part of impedance. This prompted a 
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TABLE 1 


Test results of initial antenna design, 
Se. ceuürnshell<” 


Frequency (MHz) Impedance (502System) VSWR 
3.5 τει 1139.6 33 
4.0 072-78. 9 0 
4,25 PESE OO sO 95.67 
4,5 9s «23.0 SL 
4.6 23.7 = 336.0 1.99 
5.0 60.0 - j52.6 2 557 
2.5 57.2 - j66.2 3,26 
6.0 1145225 253137.4 5.990 
6.5 0177125. 7 5: 25 
' Ὁ 83.0 - J138.0 6.69 
8.0 3555510328 8.09 
8:35 SUMMIT το 
8.8 48.6 + j6.l ES 
3.0 25.5 = J74.6 6.69 

10,0% * 
ο * 
M. 2 IS NES) 30216 
H2 5 284974. 321.0 2.15 
dog 46.2 + 330.0 1.86 
7.8 τ 24.5 239 

* Data presented for comparison purposes only. Data not 

considered valid. See text for explanation. 


** Measurement showed negative real part of impedance which 
was considered in error and was not recorded. 
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search for the errors which resulted in discovery of a bad 
phasemeter in the vector voltmeter. Although this inital test 
data is in error, it is included as part of the design refine- 
ment of the second antenna and as an example of the large 
errors which are possible with the test set-up used. It is 
believed that these problems were corrected by the construc- 


tion of the second antenna. 
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C. IMPROVED DESIGN 

Using the same size fiberglass form as that used for the 
initial design, a second antenna was constructed. While the 
initial design objective was to put as many turns of copper 
tape on the form as possible, the next step was to reconfigure 
the antenna for circular cación. A circularly polarized 
antenna is especially desirable at high frequencies since it 
will always show some coupling to a received signal regardless 
ES transmitted polarity or any changes in that polarity 
caused by ionospheric effects. It has been suggested that the 
use of circular polarization can reduce the incidence and sev- 
erity of fading at high frequencies. Appleton / 1 / has pro- 
vided a simple demonstration of the change from linear to 
circular polarization of a wave reflected from the ionosphere. 
This "sky wave" is the most important component of long dis- 
tance communications at HF and its polarization at the receiv- 
ing antenna has been shown to be a component of fading of the 
received signal. / 10 / The time varying properties of the 
ionosphere cause a corresponding variation in the coupling of 
a linearly polarized antenna to any signal reflected by the 
ionosphere. In contrast, a circularly polarized antenna will 
show a constant amount of coupling to all received signals and 
is, thus, a valuable component of high frequency communica- 
tions systems. 


For the normal mode helix, the far field components of 


IN) 





the radiation pattern are given by: 


1201 (1)sin0 A 
O (3) 
φ E y 
and 
E -60T7TÍi)sino S 
Eg MA τ (4) 
where = free space wavelength 


= axial length = nS ΄ 


= magnitude of current on antenna 


= azimuth angle in horizontal plane 


A 

A 

T 

n - number of turns 

9 

S = center to center spacing of turns 
F 


= radial distance from antenna /7/ 
Since E, and Eo are in phase quadrature, as noted by the 


j term, the ratio of the magnitudes gives the axial ratio of 


the polarization ellipse of the far field. 





E 
AR = axial ratio = Deere (5) 
= 2TA Dm 
E τι 
Q 
When ES = ΕΝ the axial ratio is 1 and the polarization 
τ ar At all other axial ratios, the antenna is ellip- 


tically polarized with the major axis indicated by the magni- 
tude or the axial ratio. When AR<l, the major axis is hori- 
zontal and when AR>1, the major axis is vertical. / 77 


Setting the axial ratio equal to 1 gives: 


TD = V¥2SA (6) 
which can be used to solve for turn spacing (S) at a given 
diameter (D) and frequency for circular polarization. Table 


4 gives the required spacing for various frequencies at a 
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TABLE 2 


G ters e enter conductor spacing 
preocu redee onee rCular polarization 
with a constant helix diameter of 


./ meters 
Frequency (MHz) Spacing (mm) Pitch angle (degrees) 
4.0 36.24 84 
4.5 3027 94 
50 40.30 12305 
55 44.33 5 
0 48.36 1226 
ο 9 52. )9 26 
T.Q 56.42 1.46 
15 60.45 157 
ac 64.48 1.68 
975 6551 1575 
Ee) 82.54 1289 
3.5 76:57 1599 
10.0 80.60 2109 
In. 5 84.63 2-20 
"1.0 88.66 2:50 
IBI. 5 92.69 2.41 
12.0 o 2D 
Im 5 10075 2.62 
2530 104.78 2:27 2 
10.5 LO Sear DS 
14.0 112.84 2 93 
14.5 meg. 87 3.04 
150 120730 3.14 
15,5 : 124.93 3.525 
16.0 128.96 3226 
16.5 132.99 3.46 
187.0 Eu 2558 
ESS 141.05 3567 
180 145.08 Eu 
23.5 149.11 SNO 
SO 153.14 SIEGE 
29.5 157. 17 4.09 
20.0 μοι 20 4.19 
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eonstant diameter equal to that used in the construction of 
the test antennas (.7 meters). 

A turn spacing of 120 millimeters was selected to give 
circular polarization at 15 MHz with the major axis of the 
polarization ellipse vertical below 15 MHz and horizonal 
above that frequency. The relative amount of deviation from 
circular polarization can be seen. in Figure 4. When reading 
this graph it should be kept in mind that pure vertical 
polarization corresponds to an axial ratio of infinity and 
pure horizontal polarization corresponds to an axial ratio 
of zero. 

The original antenna was connected to the signal genera- 
tor by a short piece of wire terminated in a round lug 
through which a screw was passed and threaded into the con- 
nector on the ground plane. The ground plane connector was 
attached to a section of coaxial cable with the outer con- 
ΙΙ... εἲςἲὲ ground plane and the inner conductor to the 
device under test and to the signal generator. This design 
was conceived to £acilitate laboratory work on antennas with 
threaded bases and is thought to be part of the problem er- 
countered in taking the data in part B. The threaded part 
of the connector on the outside of the ground plane does not 
always make good contact with the section inside. For this 
reason, the second antenna was connected with a piece of 
RG-213/U coaxial cable with an N-type connector on one end 
and the center conductor of the other end soldered to the 


copper tape at its lowest point on the antenna. The outer 
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conductor was attached to the ground plane with copper tape. 
The antenna was then connected to the signal generator 
Using a 39.32 meter long piece of RG-8A/U coaxial cable. 
(RG-213/U and RG-8A/U have the same characteristics and 
cause no mismatch error.) This configuration eliminates 

the earlier ambiguity introduced by the ground plane con- 
awetor. 

This second antenna consisted of 6.75 turns of copper 
pound in a counter-clockwise direction around a fiber- 
glass form identical to the first antenna. The total length 
of the copper conductor was 14.85 meters which results in a 
predicted first resonant frequency of 7.27 MHz using the 
previously described method of Rockway. / 11 /. 

Test data for this second antenna is as shown in Table 
3 and Figures 5 through 9. As can be seen, the apparent 
first resonant frequency is at 6.26 MHz (about 1 MHz below 


predicted). 
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Improved Design Antenna, 


Impedance (50% System) 
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Rest Results 
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Test Results 
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D. TOP LOADING MODIFICATION 

As expected, the antenna showed a very large capacitive 
reactance at most frequencies. One of the easiest methods to 
improve both the real and reactive parts of radiation resis- 
tance is by top loading the antenna properly. DEN "ιτ 
effect, when a "top hat" is used, a large capacitance exists 
between the "top hat" and the ground plane which appears to be 
in parallel with the impedance of the antenna, thus, increas- 
ing the real part and reducing the capacitive part of radia- 
tion resistance. 

The first modification was to place a .61 meter diameter 
sheet aluminum "top hat" (circular plate) on the improved 
design antenna (6.75 turn helix) and connect it to the top 
of the helix with copper tape. The size of the "top hat" 
was chosen so that there would be no edges overhanging the 
circumference of the helix. Although a larger top loading 
surface would, theoretically, have more effect, it seemed 
to be a reasonable trade-off to use the smaller disc to 
keep the antenna more compact. 

The results of testing this configuration are presented 
in Table 4 and Figure 10 and ll. Considerably fewer data 
points were taken than with the unloaded antenna due to 
time and weather constraints and because a more detailed 
empirical analysis was felt to be unnecessary to verify the 


validity of top loading the helix. 


30 





TABLE 4 


Test Results of 6.75 Turn 
ΠΕΠ 6: Meter "Top 
Hat" Loading 


Frequency (MHz) Impedance (509 System) VSWR 
4.0 ALS TS 17156 
5.0 40.0 =- J157.5 14.38 
5.0 JUL oO) 8.88 
po DOM M 10.0 19259 
8.0 9.0 = 115.0 59 
9.0 ο Ὁ - 7250. 0 26.96 

10.0 ο 135,0 14.35 
π] 0 6.0 = 760.0 20.14 
12-0 29 = J20.0 ο το 
SO 6 IZ O E: 35 
20.0 δι ο AS ZU EL 
B0 0 “ο. 5.0 170258 
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Figure 10 
Test Results 
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οσοι “too hat" of slightly larger. diamter (.91 
meters) than the helix (.7 meters) was also tested to observe 
the increase in the effect of the top loading. These re- 


sults are shown in Table 5 and Figures 12 and 13. 
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TABLE 5 


Test Results Of 6.75 Turn 
Helix With .91 Meter "Top 
Hat" Loading 


Frequency (MHz) Impedance (50% System) VSWR 
4.0 9.0 - j135 46.26 
5.0 Or 200.0 28.90 
6.0 DONE S000 14.09 
7.0 40.0 - Ἴ250.0 63.17 
8.0 ORE o OO 41.93 
9.0 Porm) 7. O00 22.84 

10.0 Zo 271309209 86.54 
ιο 26,0 - j70.0 96.44 
128 5.0 - j50.0 505.39 
14.0 5.0 - 16.5 512. 53 
16.0 douce 187.5 ο... 65 
18.0 ρου τς 78.01 
20.0 : 252 -3124,5 1004.66 
25.0 ur, 1525 199653 
30.0 PASS TVo TOT 
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Figure 13 
Test Results 
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E. RETEST OF INITIAL DESIGN 

The original 9.5 turn helical antenna was repaired with 
new sections of copper tape and reconfigured with the same 
type coaxial termination as the 6.75 turn improved design 
antenna. A limited retest of this antenna was conducted 
with the results as shown in Table 6 and Figure 14. This 
retest was made to verify the assumption that the original 
results were in error due to problems with the ground plane 


connector. The retest results seem to bear out that theory. 
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TABLE 6 


Results Of Retest Of 9,5 Turn Helix 


Brequency (MHz) Impedance (502 System) VSWR 
6.0 150 - 1300 13.89 

8.0 I p 5 204.64 

20.0 IE- 57.5 9281 

12.0 coy e. 32.60 

14.0 Το 70 πι ο 

πο. 0 ZEIT Ll 29.41 

20.0 ΘΕ 30829 
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S ANALYSIS OF RESULTS 

The test procedure used for measuring the complex impe- 
dance has several possibilities for inducing errors in the 
results. The most serious problems are caused by line 
length from signal generator to antenna, line losses and 
EMSEPument accuracy, all dis: cual which the operator 
has little control. An understanding of these problems aids 
in the evaluation of the validity of the data. First of all, 
line length is compensated for by using the procedure in 
Appendix A, however, a problem arises whenever the length 
is a multiple of one-quarter wavelength at the test frequency. 
With a short circuit in place for calibration, when the line 
is near an odd multiple of one-quarter wavelength, the magni- 
tude of the measured quantity B/A is nearly 2 and the phase 
angle is zero. Because of line losses, the observed magni- 
tude of B/A never reaches 2 and the calibration reference 
point is largely a matter of judgement over a range from +10 
degrees to -10 degrees of indicated phase angle. This am- 
biguity is compounded by the vernier adjustment provided on 
the phase meter. When the line length is near an even mul- 
tiple of one-quarter wavelength, the magnitude of B/A is 
nearly zero and the vector voltmeter has difficulty in tracx- 
ing the small voltage present. The size of the signal in 
channel B essentially becomes much smaller than the instru- 
ment accuracy relative to the signal in channel A. Addi- 


tionally, it is nearly impossible to distinguish angles of 
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from 70 to 90 degrees on the Smith Chart due to the extremely 
short length of the vectors. Despite these limitations, it 
is felt that the data presented (with the exception of the 
initial antenna, as previously noted) should be within + 10% 
of the actual values. 

It is felt that the failure of the initial antenna design 
was due to the method of construction, primarily the type 
connector originally used, and to the lengthy process of 
determining a correct method for impedance measurement which 
resulted in excessive handling of and damage to the antenna. 
The retest bears out the supposition that the original testing 
is invalid. 

The second antenna (unloaded 6.75 turn helix) showed 
resonant frequencies of about 6.26, 6.875, 14.6, 15.9 and 25 
Megahertz. Near resonance, the real part of impedance was 
generally very low, as would be expected of a short antenna, 
with a correspondingly high voltage standing wave ratio (VSWR) 
representing a large mismatch between the antenna and a 50 
ohm system. This small resistance is, however, still more 
than 15 times the predicted resistance of a short linear 
antenna. The equation: 

h^ 


ο ma T 


where R Daco radiation resistance (Ohms) 
h = height of antenna (Degrees) 


predicts the theoretical radiation resistance for a thin 


N 


vertical wire with a sinusoidal current distribution. / 12 / 


Thus, a one meter tall linear antanna at 6.26 Megaherta has 
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has a theoretical radiation resistance of .18 ohms and the 
measured radiation resistance of the helix at that same 
frequency is 3 ohms. This represents a dramatic increase 

in theoretical antenna efficiency for a physically and elec- 
trically short antenna at these frequencies. The theoretical 
efficiency of the 6.75 turn helix is summarized in Table 7 


as computed by the equation: 


E 1 
a =10 
8.48 X 10 f 
1 + 3 
ο] ae al 
where E = radiation efficiency 


f = frequency (MHz) 
n = number of turns 
a = wire radius normalized to the wavelength 


b = radius of helix normalized to wavelength 


From 11.5 to 13 Megahertz, the impedance of the antenna 
remains E st constant. This can be explained in the 
following manner. When operating in the normal radiation 
mode, the current distribution on the helix is predominately 
a traveling wave identical to that occurring in a traveling 
wave tube. This is known as the T_ mode of transmission. r 
Assuming a velocity of wave propagation along the helix of 
.85 times the velocitv of light in free space, the length 
of the antenna conductor is nearly one-half wavelength in 


the range from 11.5 to 13 Megahertz. This results in a 


standing wave being formed on the antenna and it then becomes 
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TABLE 7 


Ἑρ ους ασαίι Brracieney Of 6.75 
Turn Helical Antenna .7 Meters In Diameter 


Fr uen MH) Epc rene yas) 
4 6.4 
5 5.8 
6 e 22 0 
7 Sat 
8 43.7 
9 E 

120 559 
E uo » 
12 76.2 
13 203 
14 84.6 
15 975 
16 d OMS 
17 91.6 
18 0 
19 94.1 
20 992.0 
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the major component of current distribution on the helix 
causing the same magnitude and phase of the corresponding 
voltage waveforms to be seen at the terminals of the an- 
tenna over this small frequency range. Confimation of this 
hypothesis is given by an apparent occurrence of the same 
effect in the vicinity of 25 Megahertz where the helix 
approaches one wavelength in total length. This effect will 
disappear at higher frequencies as the helix transitions from 
the normal to the axial mode. When operating in the axial 
mode region, the radiation resistance remains fairly cons- 
tant due to a different transmission mode dominating the 
current distribution. / 9 / 

The addition of top loading appears to follow the theory 
closely, reducing the reactive component of radiation resis- 
tance while not changing the effective length, and thus the 
resonant frequencies, appreciably. As expected, the larger 
"top hat" had a more noticable effect, especially in the 


upper high frequency region from 9 to 30 Megahertz. 





G. CONCLUSIONS AND RECOMMENDATIONS 

Although the radiation resistance obtained by the method 
of this design is generally very low, the results for the 
loaded antenna are encouraging, particularly above 9 Mega- 
hertz. The theoretical efficiency of the antenna is a more 
than adequate match for the conventional 35 foot whip antenna 
above 8 Megahertz and, as suggested by Stevenson cT the 
directive gain which can be obtained from the loaded helix 
more than offsets the losses inherent in the networks needed 
to match these antennas to a 502 system. 

The loaded antanna results suggest that a much too broad 
tuning range was attempted in this design. The high fre- 
quency spectrum is probably best covered by two or three 
different helicies, each covering slightly more than one 
octave (2 — 6, 6 - 18, 18 - 32 MHz) for an individual tuning 
range of 3 to l or less. 

The next step in this design study would be to further 
refine the design in the frequency bands above 9 Megahertz 
and then continue to work toward the lower frequencies. The 
helix can be reduced in diameter by one-half and a round con- 
ductor of diameter cne-half the width of the tape can be 
substituted with the theoretical radiation efficiency re- 
maining at 75 percent of the values in Table 7. This reduc- 
tion in efficiency still leaves the values at a high level 


above 9 Megahertz. The resulting antenna would be one 
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meter in height and .35 meters in diameter. The conductor 
used for the windings would be 127 millimeter diameter cop- 
per tubing. The turn spacing snould remain 4 times the con- 
ductor diameter to minimize the proximity effect and a .7 
meter diameter "top hat" employed to load the antenna. This 
combination should result in a antenna with a larger real and 
smaller reactive component of input impedance. The first 
resonant frequency of this o be around 7 Mega- 
Mertz. 

An additional design change would be to wind a second 
identical conductor mid-way between the existing turns and 
connect them at the top and the bottom to excite the antenna 
as a folded dipole. This should double the real part of 
radiation resistance while proximity losses would remain 
small as the center to center conductor spacing would still 
be twice the diameter of the conductor. The work of Vennum 
/ 15 / and Smith / 13 / have shown that any attempt to fold 
the antenna more than once, causing the conductor spacing 
to become too small, results in the proximity losses be- 
comino very large. For this reason, only two conductors 
should be used in this method of raising impedance. This 
modification should result in a radiation resistance of 
about 15 ohms. 

Tuning of the antenna can be accomplished fairly easily 
using an inductance in series with the antenna. This coil 
can be placed either in the antenna feed line or ina line 


connected from the center of the "top hat" to the ground 
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plane. Both of these methods were demonstrated by Rockway 
πι / cine center legd tuning being considered the better 
of the two arrangements. The addition of the length of con- 
ductor from the top to the ground plane will most likely 
affect both the impedance and the resonant frequencies. 

The further development of better high frequency antenna 
systems is of great importance to the Department of Defense 
s in more effective utilization of shrinking communica- 
tions assets. The normal mode helix is a very promising de- 
vice which requires further research on both the antenna it- 
self and on the matching networks necessary for its employ- 
ment. Of particular significance for defense communications 
applications is the degree of immunity to damage from weather 
and blast effects provided by the short, fat profile of the 
helix, as configured in this paper. Additionally, the rela- 
tively narrow bandwidth of the helix provides good off- 
frequency isolation which reduces the effects of atmospheric 
noise somewhat. The advantage of circular polarization, as 
previously discussed, is also a significant property of the 
normal mode helix. 

The test procedures used in this paper have severe limi- 
tations. The inaccuracies inherent have already been dis- 
cussed, but another problem also needs to be addressed. With 
the equipment available, each discrete measurement takes an 
average of 20 minutes for calibration and then data taking. 
Because of this, measuring the resonant frequencies is a 


lengthy and imprecise process. This point by point precedure 
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also makes it difficult and time consuming to observe the 
effects of design modifications. The procurement and use of 
a swept frequency network analyzer (such as the Hewlett-Pack- 


ard HP 8754A) would greatly facilitate further design analysis. 
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APPENDIX A 
Technique. for measuring complex impedance of 
an antenna in the frequency range 1 to 100 
Megahertz using the Hewlett-Packard HP 8504A 
Vector Voltmeter 

The procedure described by Hewlett-Packard in their 
Poeeteation Note 77-3 can be used once the implications of 
the note are understood. The set-up uses a symmetrical 
power splitter, two 20 dB pads Es isolation, two probe tees 
for the vector voltmeter connections and a 50 ohm termination 
for one channel (see Figure A-1). 

Since channel A is terminated in the system characteris- 
tic impedance (502), there is no reflection from the termina- 
tion and channel A reads only the incident signal (Ei). Chan- 
nel B will read the magnitude of the vector sum of the inci- 


dent signal and any reflected signal from the terminating 


scc The ratio of B to A is then: 


M :: τ. Ν e 
D^ E. -— Jos vo E 1 + {91 + o 


The phase angle between the two channels is read from the 
phase meter. 

This magnitude and angle can be plotted on a Smith Chart, 
as shown in Figure A-2. It must be noted, however, that the 
magnitude 1 + p cannot simply be measured from the left side 
ME πο hart to the point 1.5. The correct procedure 
ee o measure OFE the distance l from the left of the chart, 
then begin again at the left and measure p and add this dis- 


tance to Ἱ. This makes the total distance across the chart 
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Soe ee 2 instead of infinity. This can be most clearly 
seen when channel B.is terminated in a short circuit at the 
end of a transmission line which is an odd multiple of one- 
quarter wavelengths long. The magnitude of B/A is nearly 2 
and the angle is 0 degrees. Since the short must lie on the 
ener erence of the Smith Chart (R=0), the total distance 
across the chart must be 2. | 

This system must be calibrated at each frequency to com- 
pensate for the electrical length of the transmission line to 
the antenna. This calibration is accomplished by terminating 
the line with a short circuit and plotting the magnitude of 
B/A and the angle, 0, as read from the vector voltmeter. It 
will be found that these readings do not always lie exactly 
on the circumference of the chart due primarily to line 
losses and instrument inaccuracies. The method used to re- 
solve any ambiguity was to measure the magnitude of B/A 
and swing this distance, in the direction of the indicated 
angle (positive angles counter-clockwise; negative angles 
clockwise), from the left side of the Smith Chart until it 
intersects the circumference. The angle which is measured 
off the chart will usually be within a few degrees of that 
indicated on the vector voltmeter. Using the phase zero 
control, the true angle can be set on the vector voltmeter. 

Once the short has been plotted, the amount of offset 
is easily determined by noting the angle between the chart 
horizontal axis and a line drawn from the center of the 
chart to the point on the circumference where the short was 
plotted. Any measurements of a device at this same frequency 
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must be rotated the same amount as the offset in the opposite 
direction to compensate for line length. 

An example is given in Figure A-3. With a short in place, 
B/A is read from the vector voltmeter as 1.08559 and is 
plotted as line OA. The angle 70° is the amount which the 
unknown will have to be rotated counter-clockwise. The un- 
known is measured to be 1.106177 and is plotted as line OB. 
Point B is then rotated 70? counter-clockwise to compensate 
for line length and the normalized impedance is read from tne 
chart as 2.2 + 30.0. This corresponds to an imput impedance, 


referenced to a 50 ohm system, of 110 ohms. 
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